ThI  Safety  Fire  Extinguisher  Co. 

SPALDING  BUILDING 


29,  31  AND  33  WEST  42nd  STREET 


WILLIAM  E.  LIPTROTT 

General  Manager 


New  York,  October  21,  1901. 

Telephone  3824 — 38th  Street 


Mess,  TTolole  & Coo-ley, 

Cranv.i.lle , Mass • 

Dear  Sirs:- 

We  again  refer  to  our  several  letters  to  you  and  ask  if 
yon  are  not  now  ready  to  have  us  send  you  a sample  Safety  Fire 
Bucket  Tank  on  approval  which  after  examination  if  for  any  reason 
you  do  not  care  to  adopt  you  may  return  at  our  expense. 

We  want  you  to  go  into  the  merits  of  the  Safety  Fire 
Bucket  Tank  as  we  know  it  is  the  best  fire  protection  obtainable 
and  want  to  convince  you.  If  you  are  interested  we  will  make  you 
a special  price. 

Send  us  a sample  order. 

Yours  truly, 

SAFETY  FIRE  EXTINGUISHER  CO., 


General  Manager. 

P.  S.  Note  in  the  enclosed  booklet  who  are  using  them  and  what 


they  say 


